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Problem 

The Federal unenploymsnt insurance rate factor has been reported to be to 
the third decimal place. Right now tJie program will allow the change to 
only the second decimal place. 


Solution 

The problem is corrected by following the steps listed below. 

1. Backup the disketteCs) and itake the changes on the Backup copy of the 
program. 

2. In BASIC load the program by typing Ii3AD"CHNG00". 

3. Make the following corrections: 

CHANGES (Retype the line or refer to the Edit section of the owners inanual) 

Old Line: 1620 CLEAR2000:QOSOB400:CLS:PRINTCF$:PRINT0(2,16) ,R$" OTHER 
RATES AND LIMITS "N$:DIMF'f #(9) ,FT( 11) :F9$="###, ###.##-": 
F8$="####" 

New Line: 1620 CLEAR2000:GOSUB400:CI£:PRINTCF$:PRINTi§(2,16) ,R$" OTHER 
RATES AND LIMITS "N$:DIMFr#(9),FT(11):F9$="###,###,##-": 
F8$="####":F7$=LEFr$(F9$,10)+"#-" 


Old Line: 1670 PORI=lTO8:PRINr@(I+6,0),R$;USING" ## ";I;:PRINTN$;TAB(10); 
C6$ (I);: F0RK=1TD2 : J=VAL ( MID$ (C7$ (I), 2*K-1,2)): IB’J>0'IHENPRINT 
TAB(K*13+12);USINGF9$;FT#(J); 

New Line: 1670 roRI=lT08:PRINT@( 1+6,0),R$;USING'' ## ";I;:PRINTN$;TAB(10); 
C6$ (I);: P0RK=riD2: J=VAL (MID$ (C7$ (I), 2*K-1,2)): IFJ>0 AND I=5ANDK=1 
'IHENPRLNn:TAB(K*l3+12) ;USINGF7$;Pr#(J) ;ELSErFI>0THENPRLNfrAB(K*l3+12); 
aSINGF9$;FT#(J); . 
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